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FILEY  URBAN  DISTRICT  COUNCIL 
MEDICAL  OFFICER  OF  HEALTH  - ANITUAL  REPORT . 

Year  ended  ,51st  December.  jL9Jil • 


To  THE  FILEY  URBAN  DISTRICT  COUNCIL. 


5,  Belle  Vv  C^eseent . 
Filey. 


Mr,  Chairman  and  Councillors, 

I beg  to  present  my  Annual  Report  for  the  year  ended  31st 

December,  1941. 

Vital  Statistics;  Area  2*106  acres.  Population  4,151.  Rateable 

Value  £35,732.  Produce  of  id  rate  £121-3-8. 
Separate  Dwellings  1538.  Density  2C63  persona  per 
house. 

Live  Births:  Total  78.  Males  41.  Females  37c  Of  these, 

four  were  illegitimate:-  2 boys  and  2 girls. 
Birthrate  18*79  per  1000. 

Deaths:  Total  68.  Males  30.  Females  38.  There  were 

3 deaths  (1  Male  and  2 Female)  in  Infants  under  one 
year.  Deathrate  16*33  per  1000. 


The  causes  of  death  were  as  follows :- 

Male 


Tuberculosis  of  Lungs  1 

Syphilitic  Disease 

Influenza 

Malignant  Disease  6 

Diabetes 

Diseases  of  the  Heart  and  blood 

vessels  15 

Pneumonia  1 

Diseases  of  the  Respiratory  System  1 
Infantile  Diarrhoea 
Diseases  of  the  Digestive  System 
Diseases  of  the  Kidney  1 

All  other  causes  5 
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Infectious  Diseases:  Infectious  disease  was  higher  than  dui^ 

1940.  The  following  cases  were  notified: 


Scarlet  Fever 

16 

Whooping  Cough 

45 

Diphtheria 

1 

Measles 

129 

Pneumonia 

224 


Tuberculosis : The  following  are  the  number 

Register  on  31st  December,  1941:- 

Pulmonary 

Males  5 

Females  6 

11 


of  cases  on  my 

Non-Pulmonary 

2 

_L_ 

9 


I am,  Mr,  Chairman  and  Councillors, 
Your  obedient  servant, 


G. A.  DIBB 


